To:  robert.hillegas@state.co.us[robert.hillegas@state.co.us] 

Cc:  Pierce,  Maggie[Pierce. Maggie@epa.gov];  OBrien,  Wendy[OBrien.Wendy@epa.gov];  Wheeler  - 

CDPHE,  Sarah[sarah.wheeler@state.co.us] 

From:  Hermann,  Karl 

Sent:  Tue  8/1 1/2015  12:29:27  PM 

Subject:  FW:  OffSite  assessment 

FakeSTD  DB.xIsx 

Offsite-Template-201 5 ModAlDO  NOT  USE)2.xlsm 


Robert, 


Thanks!! 


Karl  A.  Hermann 

Monitoring  and  Assessment 

Water  Quality  Unit,  Region  8 

U.S.  Environmental  Protection  Agency 

1595  Wynkoop  Street,  Mailcode  8EPR-EP 

Denver,  CO  80202 

303-312-6628 

hermann.karl@epa.gov 


From:  Hillegas  - CDPHE,  Robert  [mailto:robert.hillegas@state.co.us] 
Sent:  T uesday,  August  1 1 , 201 5 6:24  AM 
To:  Hermann,  Karl 
Subject:  OffSite  assessment 


Karl, 


1790740 
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Our  tools  are  intended  to  be  used  on  our  network,  because  they  have  several  auto  updating 
features  built  in.  I have  built  this  version  to  be  used  offsite.  First  load  your  data  in  the 
"datastore"  tab.  Then,  you  will  need  to  load  standards  (orange  sections),  Then  you  you  will  have 
to  press  the  "assess  this  data"  and  it  will  do  it's  thing. 


Feel  free  to  cal  if  you  have  any  questions. 


Robert  Hillegas 

Physical  Sciences  Researcher  / Scientist 

Environmental  Data  Unit 

Water  Quality  Control  Division 

Colorado  Dept,  of  Public  Health  and  Environment 

4300  Cherry  Creek  Drive  South 

Denver,  CO  80246-1530 

303-692-3 137|  robert.hillegas@state.co.us 
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